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ABSTRACT 

Innovations for ISS Plug-In Plan (IPiP) Operations 
May 17, 2013 

Limited resources and increasing requirements will continue to influence decisions on ISS. The ISS Plug- 
In Plan (IPiP) supports power and data for utilization, systems, and daily operations through the Electrical 
Power System (EPS) Secondary Power/Data Subsystem. Given the fluid launch schedule, the focus of the 
Plug-In Plan has evolved to anticipate future requirements by judicious development and delivery of 
power supplies, power strips, Alternating Current (AC) power inverters, along with innovative 
deployment strategies. A partnership of ISS Program Office, Engineering Directorate, Mission 
Operations, and International Partners poses unique solutions with existing on-board equipment and 
resources. 



